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*• 0n 13 i9i53 :> G ? :i f e <Tnu)j head of the Liquid Fuel Main Administration of 

ishe ^>tate Secretariat for Chemistry in Ease Berlin# announced that all 
capital investments of the 1953 plan year for an Increase of the capacity of 
the fuel industry had been cancel led at 3hort notice. He said that all 
buildings under construction should , however* be completed pending other 
decisions and that the current production had to be maintained-^ 

Zo 3inc® 1 July 1953# all consumers of solid or liquid fuels received allotments 
which were increased about 20 percent^ 


J * J 21 ^d-Tuly 1953* it vas stated at the Stats Secretariat for Chemistry that 
in a number of cases BH2KM was* because of insufficient storing capacity , unable 
to accept fuels offered by fuel producing plants < 
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m^k<k, Plants under construction include cracking plant No IV at 

? r.U S..1 Jl. .. . » ■. 


Ecslxa which w fie scheduled to process additional 120*000 tons of lignite low 
temperature tar per year* plant is ready for operation except for a 
16 o 000 KoVoA 0 turbine. The Resits gasoline plant will have m output of 
310*000 tons per year after completion 0 
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^ 1953 processing capacity of the Zeltz plant was scheduled to 

be increased to 435*000 tons of tar oil and light oil per year as a result of 
the erection of horizontal centrifugal machines (Horizontal-Schaslzentrifuganl 
and wo frame filtering presses « ' 
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